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Commissioner of Patents. 


The amendment filed February 3, 1956 is not found 
to be such full and complete response to the rejection 
stalled February 5* 1953 as required by the Buies of 
Practice, since no proper traverse appears to the re- 
jection of claim 11* See especially Rule 111 of the 
Buies of Practice, particularly paragraphs (b) and (o) 
thereof* Applicant is given twenty days to complete his 
response to the rejection mailed February 5# 1953 and 
avoid the necessity for considering the question of 
abandonment in this case. 
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